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LIOPHIS MILIARIS (Common Water Snake). PREY. Liophis 
miliaris is known to prey on anurans (Martins et al. 1993. Am- 
phibia-Reptilia 14: 307-309; Michaud and Dixon 1989. Herpe- 
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tol. Rev. 20:39-41; Vitt 1983. Herpetologica 39:52—66) and fishes 
(Marques and Souza 1993. Rev. Brasil. Biol. 53:645-648; : 
Michaud and Dixon, gop. cit.). At 1000 h on 25 February 1994, we 
collected a small L. miliaris (221 mm SVL, 56 mm tail length, 
8.99 g) at Ilha do Mel, Paranaguá Municipality, Paraná, Brazil 
(48°20'W, 25°30'S). The snake was moving on the ground in a 
mangrove-forested transitional area. Immediately after collection, 
the snake regurgitated an adult gymnophthalmid lizard, Placosoma 
glabellum (31 mm SVL, 0.5 g). The lizard had been swallowed 
head first, and comprised ca. 5.6% of the snake’s mass. The lach 
of digestive activity indicates that it had been swallowed recently. 
Both specimens were deposited at the Universidade Estadual de 
Londrina herpetological collection (L. miliaris = CZUELHP.199; 
P. glabellum = CZUELHP.200). Identifications were verified bv 
Julio Cesar de Moura-Leite. This is the flrst report of a wild Liophis 
miliaris feeding on a lizard. 
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